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SUBJECT: PROJECT MONTIOR SUMMARY 
PROJECT 8804 


THE. GENERAL CONCENSUS AMONG THE VIEWERS IS THAT THE TARGET 
IS A BUILDING WHICH IS PART OF A LARGE COMPLEX. THE ENTIRE COMPLEX APPEARS 
TO BE SEPARATELY SECURED AND THERE ARE OVERTONES OF MILITARY / SCIENTIFIC 
RESEARCH TAKING PLACE AT THIS FACILITY. THE TARGET BUILDING, IOENTIFIED 
SEEMS TO RATHER SMALL AND SOMEWHAT GUT-OF- PLACE 
WHEN COMPARED TO OTHER STRUCTURES WITHIN THE COMPLEX. ALL VEWIERS DESCRIBE 
THE MANIPULATION AND DIRECTING OF IMMENSE AMOUNTS oF ELECTRICAL POWER. 


I FEEL THAT THERE 1s A hich PRosasiLiTy [RE Houses 


AN ELECTRICAL PowER CONTROL vA SWITCHING STATION, OR SOMETHING THAT FUNCTIONS 
IN A SImiLAR MANOR 
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